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Message Text 


CONFIDENTIAL POSS DUPE 
PAGE 01 NASSAU 01514 161603Z 
63 

ACTION FBO-01 

INFO OCT-01 ARA-10 ISO-OO SY-10 OC-06 CCO-OO /028 W 

118716 

R 161428Z OCT 73 
FM AMEMBASSY NASSAU 
TO SECSTATE WASHDC 4743 
INFO AMEMBASSY SANTO DOMINGO 

CONFIDENTIAL NASSAU 1514 

SANTO DOMINGO FOR RSO 

E. O. 11652: GDS 
TAGS: ACOM ASEC ABLD 

SUBJ: EMERGENCY POWER FOR C&R AREA NEW OB 

1. NEW OB HAS AUXILIARY GENERATOR SYSTEM WHICH WILL SUPPLY 
POWER FOR ALL ELECTRICAL SYSTEMS IN BUILDING EXCEPT AIR CON- 
DITIONING. GENERATOR PRESENTLY UNDER REPAIR AND SHOULD BE 
OPERATIONAL NOVEMBER 1. 

2. IF DEPT PLANS INSTALL SHIELDED ENCLOSURE IN C&R SECTION 

IN NEAR FUTURE, FEEL ABOVE SYSTEM ADEQUATE UNTIL ENCLOSURE 
WITH EMERGENCY POWER COMPLETED. IF ENCLOSURE NOT PROGRAMMED, 
REQUEST DEPT CONSIDER FEASIBILITY INSTALLATION SEPARATE EMER- 
GENCY POWER SYSTEM AND AIR CONDITIONERS FOR C&R AREA. 

SPIERS 


CONFIDENTIAL 
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